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MACHINE : 

PUMA VT900-2SP 

SERIAL NO 

MT0030-000000 

DATE : 

Oct. 14. 2013 


TURNING CENTER 
TEST RECORD 



CHANGWON KOREA 


M.DEF-Q8040-1 1-2(1990. 11. 20) 


A 4 (210* 297mm) 


= 3 \ 3 . 0 \ S| A|- 


NC LATHE TEST RECORD 

LN-2/5 

SIZE 

1000 X 850 

MACHINE NO. 

MT0030-000000 


1. GEOMETRICAL TEST 


UNIT : mm 

(inch) 












PERMISSIBLE ERROR 


NO. AXIS ILLUSTRATION SWING READING 

UP TO 1000 I UP TO 2000 


LEFT SIDE 



2. REPEATABLE ACCURACY FOR POSITIONING 







3. PRACTICAL TEST 


APPROX. DIMENSION 
OF WORKPIECE 


SWING D L 


PERMISSIBLE ERROR 


ROUND- CYLINDRI- 
NESS CAL SHAPE (mm) 


500(20") 

TO 120 225 0.012 0.018 

750(30") (4.8") (9") (0.00048) (0.00072) 

INCL. 



750(30") 

TO 1,000 160 300 0.014 0.020 

(40") (6.3") (12") (0.00055) (0.0008) 

INCL. LEFT 


240 450 0.016 0.023 CYLINDRICAL 

(9.4") (18") (0.00063) (0.0009) , , 


500(20") 

TO 300 

750(30") (12") 



750(20") 

TO 1,000 400 
(40") (16") 
INCL. 


A4(210x 297mm) 





